MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  36  Township:  10  North  Range:  2  West  Corner  ID:  Be  B1 U-23 

Monument  Description  &  Remarks:  Found  VA”  (o.d.)  Iron  Pipe,  0.6  ft.  out  of  ground,  at  West  1/4  comer  of 
section.  Iron  Pipe  was  marked  with  flagging  and  metal  fence  post  on  east  side. 

References  on  file  in  the  County  Surveyor’s  Office:  Mike  Mundy  survey  dated  May,  1995,  and  referenced 
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